To:  R6  6WQ-SG[R6_6WQSG@epa.gov] 

From:  Ray,  Lauren 

Sent:  Mon  8/10/2015  9:19:15  PM 

Subject:  RE:  Updates  from  EPA  Region  8 on  spill  response 


In  addition,  here’s  an  update  from  Region  6: 


http://yosemite.epa.gOv/opa/admpress.nsf/0/D6426E2EF06F547885257E9B005C66Fl 


Lauren  Ray 
U.S.  EPA,  Region  6 

Water  Quality,  Groundwater/UIC  Section 

(214)  665-2756 

ray.lauren@epa.gov 

From:  Ray,  Lauren 

Sent:  Monday,  August  10,  2015  3:59  PM 
To:  R6  6WQ-SG 

Subject:  Updates  from  EPA  Region  8 on  spill  response 


The  links  below  are  updates  from  EPA  Region  8 on  the  Gold  King  Mine  release,  including 
discussions  of  sampling,  response,  and  community  involvement  activities  taking  place  in  New 
Mexico. 


http://www2.epa.gov/region8/gold-king-mine-release-emergencv-response 


http  ://www.epaosc  .org/site/ sitejprofile.aspx?site@d=  1 1 082 
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Lauren  Ray 


U.S.  EPA,  Region  6 

Water  Quality,  Groundwater/UIC  Section 
(214)  665-2756 
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